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CONFIDENTIAL AMMAN 6822 

E.O. 11652: GDS 
TAGS: MASS, IR 

SUBJ: PROPOSED CONSTRUCTION IN IRAN BY US CORPS OF ENGINEERS 
REF: TEHRAN 9440 

MR ELLSWORTH AGREES WITH THRUST NOT TO PUSH CORPS IN IRAN BUT 
CAUTIONS AGAINST USING RATIONALE PARA 3 SECTION A IN VIEW 
EXTENSIVE CORPS ACTIVITIES SAUDI ARABIA. ALSO QUESTIONS HOW 
EMBASSY VIEWS POSSIBLE USN CONSTRUCTION CORPS ACTIVITIES IN 
VIEW REF. REGARDS NOYES 
PICKERING 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974AMMAN06822 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740330-0601 
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Handling Restrictions: n/a 
Image Path: 
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Legacy Key: Iink1974/newtext/t19741 145/aaaablsk.tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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Page Count: 1 
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Review Authority: cunninfx 
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Review Content Flags: 
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Review Event: 
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Review Referrals: n/a 
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Review Release Event: n/a 
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Secure: OPEN 
Status: NATIVE 
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